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UNCLASSIFIED 

PAGE 01 VIENNA 08104 081542Z 
ACTION OES-09 

INFO OCT-01 EUR- 1 2 ISO-OO ACDA-12 CIAE-00 INR-10 10-14 
L-03 NSAE-00 NSC-05 EB-08 NRC-07 SOE-02 DODE-OO 
SS-15 SP-02 CEQ-01 PM-05 SAS-02 (ISO)W 

073773 092327Z/70 

R 081533Z SEP 78 
FM AMEMBASSY VIENNA 
TO SECSTATE WASHDC 7890 
INFO USDOEHQ WASHDC 
USDOEHQ GERMANTOWN 

UNCLAS VIENNA 08104 

USIAEA 

DEPT PASS IO/SCT AND S/AS 

DOE PASS AMMONS AND GIAMBUSSO, IA 

E.O. 11652: N/A 

TAGS: ENRG, TECH, IAEA, MNUC 

SUBJECT: INFCE: INVITATION TO NOV 27, 1978, PLENARY 

1 . MISSION HAS RECEIVED SUBJECT INVITATION LETTER DATED 
SEPTEMBER 6, 1978, ADDRESSED TO SECRETARY OF STATE AND 
SIGNED BY MR. G. LE GUELTE, SECRETARY OF TCC. SIMILAR 
LETTER OF INVITATION SENT BY LE GUELTE TO ALL STATES 
PARTICIPATING IN INFCE. 

2. TEXT OF LE GUELTE LETTER AS FOLLOWS: 

"THE ORGANIZING CONFERENCE OF THE INTERNATIONAL NUCLEAR 
FUEL CYCLE EVALUATION (INFCE), WHICH MET FROM 19 TO 21 
OCTOBER 1977 IN WASHINGTON, D.C., DECIDED THAT THE WORKING 
GROUPS SET UP FOR INFCE AS WELL AS THE TCC SHOULD REPORT 
ON THEIR ACTIVITIES AT A PLENARY CONFERENCE OF INFCE 
PARTICIPANTS TO BE CONVENED AT LEAST ONCE A YEAR 
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AND SPECIFIED THAT THE FIRST PLENARY CONFERENCE SHOULD 
TAKE PLACE WITHIN ABOUT ONE YEAR IN VIENNA. 

THE TECHNICAL CO-ORDINATING COMMITTEE, WHICH MET IN 
JUNE IN VIENNA, SET 27 NOVEMBER AS THE DATE FOR THE 
OPENING OF THIS PLENARY CONFERENCE AND DECIDED THAT 
INVITATIONS SHOULD BE SENT TO ALL COUNTRIES WHICH HAD 
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PARTICIPATED IN INFCE AND TO OTHER COUNTRIES WHICH 
MIGHT EXPRESS A DESIRE TO PARTICIPATE. 

PURSUANT TO THESE DECISIONS I HAVE THE HONOUR TO INVITE 
YOUR GOVERNMENT TO TAKE PART IN THE PLENARY CONFERENCE 
WHICH WILL BEGIN AT 10 A.M. ON MONDAY, 27 NOVEMBER 1978 
AT THE CONGRESS CENTRE, NEUE HOFBURG, VIENNA. 

AT ITS NEXT MEETING, FROM 23 TO 27 OCTOBER, THE TECHNCIAL 
CO-ORDINATING COMMITTEE WILL PREPARE A PROVISIONAL AGENDA 
FOR THE PLENARY CONFERENCE. THIS WILL BE SENT TO YOU AS 
SOON AS IT IS READY, TOGETHER WITH OTHER DOCUMENTS WHICH 
YOU MAY FIND USEFUL. 

THE FIRST EDITION OF THE LIST OF DELEGATIONS WILL BE 
PUBLISHED ON 15 NOVEMBER. IT WILL CONTAIN INFORMATION 
ON THE COMPOSITION OF YOUR COUNTRY'S DELEGATION (NAME 
AND TITLES OF REPRESENTATIVES) WHICH REACHES ME BEFORE 
1 NOVEMBER. 

I SHALL BE PLEASED TO LET YOU HAVE ANY FURTHER INFORMATION 
YOU MIGHT WISH TO RECEIVE ON THE ORGANIZATION OF THE 
CONFERENCE." 

3. LE GUELTE LETTER BEING POUCHED TO MR. PHILLIP 
FARLEY, STATE. 
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4. MISSION DRAWS ATTENTION TO PENULTIMATE PARAGRAPH OF 
LE GUELTE LETTER. AND REQUESTS INFORMATION ON COMPOSITION 
OF US DELEGATION IN TIME FOR SUBMITTAL TO AGENCY BEFORE 
NOVEMBER 1. PLEASE ADVISE. KIRK 
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